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To all whom it may concern: 

Be it known that .we, John Kroder and 
Henry Retjbel, both of New York city, in 
the county and State of New York, have in- 
5 vented a new and Improved Support for Cur- 
tain Poles, Rods, or Like Articles, of which 
the following is a full, clear, and exact de- 
scription. 
The object of the invention is to provide a 

io new and improved support for curtain poles, 
rods, or like articles and arranged to securely 
support the rod or pole in position on the win- 
dow-casing, door, or other place and to per- 
mit of conveniently removing the rod or pole 

15 from the support whenever it is desired to re- 
move or replace the curtains or for other pur- 
poses. 

The invention consists principally of turn- 
able supports having recesses for the ends of 

20 the rod or pole, the recess in one of the sup- 
ports being elongated to permit of inserting 
or removing the end of the rod or pole upon 
turning the support into the proper position. 
The invention also consists of certain parts 

25 and details and combinations of the same, as 
will be fully described hereinafter and then 
pointed out in the claims. 

Reference is to be had to the accompanying 
drawings, forming a part of this specification, 

30 in which similar characters of reference indi- 
cate corresponding parts in all the figures. 

Figure 1 is a plan view of the improvement 
as applied. Fig. 2 is a side elevation of the 
same with the supports in section. Fig. 3 is 

35 a similar view of the same with the parts in 
a different position, and Fig. 4 is a diagram- 
matic view showing the bores for forming the 
elongated recess. 
The improved device is provided with two 

40 supports A and B, preferably in the form of 
knobs, as shown in the drawings, and pro- 
vided with screws C C for securing the sup- 
ports on the window-casing D and at the. same 
time permitting of turning the said supports 

45 slightly on the window- casing for placing the 
pole, rod, or like article E in position on the 
supports or removing the same therefrom. 
One end of the pole, rod, or like article E fits 
snugly into a recess A', formed in the side of 

50 the support A, and the other end of the said 


rod or pole E is adapted to pass into a recess 
B', framed in the other support B and elon- 
gated, as is plainly indicated in the drawings, 
the elongation being formed by two bores, 
one of which extends radially into the support 55 
and the other extends eccentrically there- 
in, but intersects with the radial bore, as is 
plainly indicated in the diagrammatic view 
illustrated in Fig. 4. 

The pole or rod E supports the "usual rings 60 
F or other devices for suspending the curtain 
from the rod or pole E. 

Now it will be seen that by the arrange- 
ment described the pole or rod E can be read- 
ily placed in position on the supports A and 65 
B and locked therein by first placing one end 
of the said rod or support in the recess A' of the 
support A and then placing the other end in 
the open end of the recess B' when the support 
Bis in the position shown in Fig. 3.. Now by 70 
turning the support B in the direction of the 
arrow a' the end of the rod or pole E passes into 
the said recess B', and when the support B has 
been turned to the position shown in Fig. 2 
then this end of the rod or pole is securely 75 
locked in place in the support B. When it 
is desired to remove the rod or pole from the' 
supports, it is necessary to turn the -support 
B in the inverse direction of the arrow a', so 
as to move the corresponding end of the rod 80 
or pole out of the said recess and allow the 
operator to draw the other end of the pole out 
of the recess A' in the support or bracket A. 

It is understood that during the movement 
of locking the end of the rod or pole E in 85 
the support B the other support A slightly 
turns on its screw C, and when the support 
B has been moved to its locking position, as 
shown in Figs. 1 and 2, then the rod or pole 
E extends radially in both supports A and B. 90 

It is understood that by forming the elon- 
gated recess B' as previously explained a fur- 
ther turning of the support B in the direction 
of the arrow a! is prevented when the posi- 
tion shown in Fig. 2 has been reached, as it 95 
is evident that the inner end of the rod E 
presses on the opposite sides or walls of the 
recess to prevent such turning. 

The arrangement described is applicable to 
all kinds of window and door curtains, and 100 
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can also be used for towel-racks and other 
devices too numerous to mention. 

Having thus fully described our invention, 
■we claim as new and desire to secure by Let- 
5 ters Patent — ■ 

1. A device of the class described, provided 
with a support adapted to be turned and hav- 
ing an elongated recess formed by two bores, 
one of which extends radially of the support 

io and the other eccentrically thereto, as and for 
the purpose specified. 

2. The combination with a curtain-pole, of 
supports for the ends of the said pole, one of 
the supports having a recess into which fits 

15 snugly one end of the pole, the other support 
having an elongated recess formed by two 
bores, one of which extends radially into the 


support and the other eccentrically thereto, 
as and for the purpose specified. 

3. A curtain-pole support having a knob 
capable of turning on a fixed axis, the knob 
having an opening receiving the end of the 
pole, the opening being of sufficient size to 
leave a space at one side of the pole when the 
pole is entered in the opening so as to permit 
the knob to be turned on its axis in the oper- 
ation of placing and removing the pole, sub- 
stantially as described. 
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